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Message Text 

UNCLASSIFIED 

PAGE 01 BELIZE 00786 021010Z 
ACTION OPR-02 

INFO OCT-01 ARA-14 ISO-OO FBOE-OO A-01 SY-05 STE-01 
/024 W 

044046 030548Z/11 

R 011630Z AUG 78 
FM AMCONSUL BELIZE 
TO SECSTATE WASHDC 6582 
INFO AMEMBASSY GUATEMALA 
US DESPATCH AGENT MIAMI 005 

UNCLAS BELIZE 786 

GUATEMALA FOR RSO 

E.O. 11652: N/A 

TAGS: ASUP, ABLD, ASEC 

SUBJECT: BELIZE CONSULAR BUILDING: COUNTER TERRORISM 
IMPROVEMENTS 

REF: STATE 184084, BELIZE 352 

1 . REQUEST OPR'S ASSISTANCE IN ORDERING THE ITEMS LISTED 
BELOW FOR DELIVERY TO WITHERS TRANSFER AND STORAGE, 7440 
NW 66TH STREET, MIAMI, FLORIDA 33143 FOR ONWARD SHIPMENT 
TO THIS POST. 

2. (A) CONTRACT NUMBER GS-00S-49426, COMMERCIAL PLASTICS 
AND SUPPLY CORPORATION, P.O. BOX 278, 5135 LAWRENCE PLACE, 
HYATTSVILLE, MARYLAND 20782 (301) 864-6226. 

(B) READYMOUNT LEXGARD WINDOWS, FULLY FRAMED AND 
SEALED: 

(1) TYPE RM - 1G, 29 1/2 X 36 1/2 AT DOLS 928.20 
THREE EACH 2,784.60; 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BELIZE 00786 021010Z 

(2) TYPE RM-64G 72 X 48 AT DOLS 2,480.40 TWO EACH 4,960.80; 

TOTAL US DOLS 7,745.&0 

(3) FISCAL DATA: PURCHASE ORDER NO. 831243 DATED JULY 31, 

1978 - APPROPRIATION 19X0535; ALLOTMENT 3109; ORGANIZATION 
310901; FUNCTION 212; OBJECT CLASS 3136 - DOLS 7,745.40. 
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3. A) CONTRACT NUMBER GS-00S-04874, MADICO CORP. C/O 
IRA PAULEY, 13604 CRISPIN WAY, ROCKVILLE, MARYLAND, 

20853, (301) 460-4990. 

B ) REFLEC.TO-, SHIELD TRANSPARENT WINDOW INSULATION, ADHESIVE, 
AND INSTALLATION KIT. 

(1) TYPE RS-100-20 AT .24 CENTS PER SQUARE FOOT. 400 SQUARE 
FEET IN 48" WIDTH DOLS 96.00; 

(2) HCX ADHESIVE AT .10 CENTS PER SQUARE FOOT, DOLS 
40.00; 


(3) INSTALLATION KIT: IT IS NOT APPARENT, FROM INFORMATION 
AT POST, WHICH INSTALLATION KIT SHOULD BE USED WITH TYPE 
RS-100-20 FILM. 

(A) HCX INSTALLATION KIT (PRESSURE SENSITIVE FILM) 

AT 26.92 OR (B) SPRAY-ON ADHESIVE INSTALLATION 
KIT AT 27.37. PLEASE REQUEST CONTRACTOR'S ADVICE. 

4. FISCAL DATA: PURCHASE ORDER NO. 831244 DATED JULY 31, 
1978 - APPROPRIATION 19X0535; ALLOTMENT 3109; ORGANIZATION 
310901; FUNCTION 212; OBJECT CLASS 3136 -DOLS 163.37. 
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